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E.O. 11652:GDS 

TAGS: SREF 

SUBJECT: REQUEST FOR POLITICAL ASYLUM - REFUGEE ASSISTANCE 
REF: CAIRO'S 3663 AND PREVIOUS 

1. DEPT RECOGNIZES US CANNOT INTERFERE WITH EGYPTIAN 
PREROGATIVES. THEREFORE DEPT PREPARED TO AUTHORIZE 
EMB TO TURN MARTA NARATOVA OVER TO EGYPTIAN AUTHORITIES 
IN ACCORDANCE WITH THEIR OFFICIAL REQUEST ON THE UNDER 
STANDING THAT SHOULD SHE REQUEST POLITICAL ASYLUM, THE 
EGYPTIAN AUTHORITIES ARE PREPARED TO GRANT HER REQUEST. 

2. EMB OR CONSUL SHOULD INFORM MISS NARATOVA WHY WE ARE 
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REQUIRED TO TAKE THIS ACTION AND FURTHER INFORM HER THAT 
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WE HAVE BEEN TOLD BY THE EGYPTIAN AUTHORITIES THAT SHOULD 
SHE REQUEST POLITICAL ASYLUM THEY ARE PREPARED TO LOOK 
POSITIVELY ON HER REQUEST. 

3. EMB SHOULD ALSO MAKE DEVELOPMENTS KNOWN TO UNHCR 
REPRESENTATIVE. 

4. PLS KEEP DEPT INFORMED. KISSINGER 
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